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'IMPORT  OF  THE 
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\  ,x^ 


mEDICAL  OFFICER  OF  HEALTH  FOR 


I960 


To_The_Eay.or Aldermen  and  Councillors  of  the  W e  I  If  OliriALl 

Mr.  Mayor,  Ladies  and  Gentlemen, 

I  have  pleasure  in  submitting  my  Annual  Report  on  the  health 
of  the  Borough  during  i960. 


GENERAL 


Area  (in  acres)  ...  ... 

Population  (mid  year  i960) . 
Number  of  inhabitated  houses 


Rateable  Value 

Product  of  a  penny  rate  (estimated)  . . . 

BIRTHS 


1356.0 

6580 

2l6p 

£96,705 

£388 


Live  Births. 

Males 

Females 

Total 

Total  ...  ... 

0  «  0 

0  6  0 

0  0  6 

...  66 

45 

111 

Legitimate.  ... 

0  0  0 

0  e  0 

OOO 

...  65 

42 

107 

Illegitimate 

0  0* 

000 

OOO 

000  1 

3 

4 

Still  Births. 

Total  ...  ... 

000 

000 

0  O  0 

1 — l 

0 

0 

• 

— 

1 

Legitimate  ... 

0  6  6 

000 

OOO 

«  0  e  1 

— 

1 

Illegitimate 

6  0  0 

000 

OOO 

000 

Birth  Rate . 

Birth  rate  per  1000  population  . . .  ^  16.9 

Still  birth  rate  per  1000  live  and  still  births  8.9 


/ 
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DEATHS 


Death  Rate. 


Total 


0  0  0 


Death  rate  per  1000  population 


Chief  causes  of  death . 


Cancer  o.o  .oo  .oo  o  . »  .  . 
Heart  Diseases  o . «  o  .  »  oo«  .. 
Vascular  lesions  of  nervous  system 
'There  were  no  deaths  from  Puerperal 


Male 

Female 

Total 

4  6 

65 

111 

0  0  o 

...  o».  l6.5 

Male 

Female 

Total 

8 

8 

16 

6 

12 

18 

8 

11 

19 

Sepsis  or  other  puerperal  causes. 


Infant  Mortality . 

1.  Deaths  of  infants  under  1  year  of  age. 

Total  (legitimate)  ...  ...  ... 

2.  Deaths  of  infants  under  4  weeks  of  age. 

Total  (legitimate)  ...  ...  ... 

3.  Deaths  of  infants  under  1  week  of  age. 

Total  (legitimate)  ...  ...  ... 


Male  Female 


1 


1 

JL 


1 


1  1 


Infant  mortality  rate  per  1000  live  births  ...  ...  . . .  18 

The  legitimate  infant  mortality  rate  per 

1000  legitimate  births  was  ...  ...  ...  ...  ...  l8„7 

The  illegitimate  infant  mortality  rate 

per  1000  illegitimate  births  was  ...  ...  ...  ...  nil 

The  Neo.-natal  mortality  rate  (deaths 

under  4  weeks  per  1000  live  births)...  ...  ...  ...  18.0 

Early  Neo-natal  mortality  rate  (deaths 

under  1  week  per  1000  live  births)  ...  ...  ...  ...  18.0 

Perinatal  mortality  rate  (still  births  and 

deaths  under  1  week  per  1000  live  &  still  births..  ...  26.8 


M  a  tern  a  1  M  o  3"  t  a  1  i  t  y . 

Maternal  mortality  (including  abortion) 


0  9  0 


©  O  O 


O  O  O 


nil 


INFECTIOUS  DISEASES 


Notifications  were;- 


Whooping  Cough  27 
Scarlet  Fever  1 
Measles  nil 
Erysipelis  nil 
Acute  Polio-myelitis  nil 
Food  Poisoning  nil 
Puerperal  Pyrexia  nil 
Ophthalmia  Neonatorum  nil 
Others  nil 
Meningococcal  Infection  1 


There  were  no  deaths  from  Infectious  Diseases . 


TUBERCULOSIS 


was 


At  the  beginning  of  the  year  the  number  of  cases  on  my 
58  as  follows  o - 


Male 

Female 

Pulmonary 

33 

25 

Non  Pulmonary 

nil 

nil 

33 

25 

rcUmter 


During  the  year  2  cases  of  pulmonary  tuberculosis  were  notified,, 
1  male  and  1  female,  and  1  case  (male)  non  pulmonary.  Seven  cases  of 
pulmonary  tuberculosis,  4  male  and  3  female  were  removed  from  the 

register. 

So  that  at  the  end  of  the  year  the  number  of  cases  on  the 

y »r»cn  Qt.py  i.rn  c*  «  a  fVtl  1  m/c  °  _ 

Male 

30 

_ 1_ 

31 


WATER _ SUPPLY 

Quantity . 

The  total  daily  consumption  of  water  in  the  City  was  on  average 
287,500  gallons.  This  consumption  represents  39 .4  gallons  per 
head  per  day. 

Sources. 

(a)  Public .  The  main  source  of  supply  of  the  City  water  is  from 
the  Holes  Ash  and  Vigo  Spring  areas  on  the  southern  slopes  of 
the  Mendip  Kills  and  from  two  boreholes  situated  at  the 
Athletic  Ground. 


Female 

25 

nil_ 

23 


Pulmonary 
Non  Pulmonary 


Digitized  by  the  Internet  Archive 
in  2018  with  funding  from 
Wellcome  Library 


https://archive.org/details/b30245485 


WATER  SUPPLY 


Sources  continued. . 

(b)  Private .  There  are  also  three  private  borehole  supplies,  and 
the  water  supplied  by  these  is  mainly  used  for  industrial 
purposes . 


The  Tudway  Estates  have  a  water  supply  which  is  piped  to 
a  small  number  of  houses  in  the  City  and  also  supplies  the 
Cathedral  Grammar  School.  This  supply ,  derived  from  a  spring 
on  the  Mendip  Hills,  is  fed  to  a  reservoir  at  Walcombe  and 
thence  for  distribution. 


Chemical  and  Bacteriological  Examination. 

Details  of  typical  results  of  chemical  examinations  were  as 
follows  ° - 


All  results  in 

parts  per  million 

Holes  Ash  Spring 

| 

Borehole 

Physical  Characters 

Clear  &  bright 

1 

• 

Clear  &  bright 

1 

Reaction 

| 

j  Very  slightly 

alkaline  p . h .  7 . 4 

! 

Very  slightly 

I  alkaline  p.h.  7° 2 

* 

Total  Solids 

200.0 

i 

|  475.0 

Alkalinity  (as  Ca  Co-) 

j  140 . 0 

i  505.0 
< 

Total  Hardness 

1  140.0 

i 

1  550.0 

(a)  Permanent 

1  nil 

i 

i  45.0 

(b)  Temporary 

| 

140 . 0 
j 

!  305.0 

1 

Chloride  (as  Cl) 

15.0 

55.0 

♦ 

Ammoni a 

|  nil 

|  nil 

Albuminoid  Nitrogen 

0.001 

j  0.002 

Nitrates 

j  1.0 

i 

!  2.0 
i 

Nitrites 

i  nil 

! 

!  nil 

\ 

Oxygen  absorbed  in  4  hrs. 
at  2 7°C 

t 

0.05 

tr\ 

0 

0 

0 

Free  Carbon  Dioxide 

6.0 

M 

O 

0 

O 

Sediment 

I 

j  none 

none 

•  • 


Hardness . 


The  water  from  the  Spring 
temporary.  The  Borehole  water 
temporary.  Both  waters  aro  of 


supplies  is  slightly  hard  and  all 
is  a  very  hard  water  and  mainly 
satisfactory  chemical  purity. 


Samples'. 


The  results  below  were  of  samples  of  water  taken  for  bacteriological 
and  chemical  examination  from  public  and  private  supplies: - 


Raw  Water 


After  Treatment 


Bacteriological 


Chemi cal 


Bacteriological 


Chemi cal 


j  Sat. 

Unsat. 

Sat. 

Unsat . 

Sat. 

Unsat. 

Sat. 

Unsat 

nil 

nil 

2 

nil 

16 

1 

nil 

nil 

Piped  Supplies . 

Most  of  the  houses  in  the  City  have  an  internal  piped  supply. 
There  are  still  a  comparatively  large  number  of  houses.,  estimated 
at  200,,  which  obtain  their  supplies  from  taps  situated  externally 
and  usually  at  the  rear  of  the  premises.  In  many  cases  this  supply 
point  is  shared  by  two  or  more  houses.  The  majority  of  those  houses 
are  in  the  Councils  Slum  Clearance  programme. 

Mains  Extension . 


Viator  main  extensions  during  the  year  are  as  follows:- 


Privr  te  Development . 


Goodymoor  Estate  3<3o  yds.  of  4,T  mains 

Welsford  Avenue  Estate  210  yds.  of  4n  mains 

Rainfall . 

The  rainfall  figure  for  i960  was  40.76  inches.  Previous  years 
rainfall  figures  were  as  follows :- 

1955  25.94  inches 

1956  23.62  inches 

1957  51.15  inches 

1958  54.92  inches 

28.47  inches 


1959 


-  6  - 

PUBLI C  S  WIM  ■  iXN G  BATHS 


Samples  of  water  are  taken  from  the  open  air  Public  Swimming 

the  summer  season.  The  samples  are 


Baths  at  Princes  Hoad  during 
taken  from  the  inlet  or  shallow 
Samples  are  also  taken  from  the 


end  and.  from 
childrens 


the 


Paddling 


outlet 
Pool 


or  deep  end 


Water  for  the  baths  is  taken  from  the  mains  supply  and  passes 
through  a  continous  pressure  sand  filter  and  is  chlorinated.  The 
turnover  of  the  water  in  the  baths  takes  place  every  4  hours. 

The  daily  average  number  of  bathers  during  the  season  was  30±„ 
S am jl e s . 

Eleven  samples  were  taken  from  the  swimming  pool  and  throe 
samples  from  the  paddling  pool ° - 


Swimming  Pool 
Paddling  Pool 


Satisfactory 


Un  s  a  t  i  s  f  a  c  to  ry 

nil 

nil 


SEV.o- 


E 


DISPO* 


AL 


Methods  of  Disposal . 


Most  of  the  houses  and  premise 
sewer.  There  are  isolated  pockets 
disposal  is  by  the  septic  tank  and 


s  in  the  City  are  served  by  main 
of  houses  whose  only  method  of 
soakaway  system  or  by  conservancy 


0 


In  particular  there  are  10  house: 


>n  Wooke.v  Hole  Road  at  the 


edge  of  the  district  which  use  the  septic  tank  method  of  disposal 


Due  to  the  clayey  nature 
level,  the  soakaway s  can 


of  the  ground,  and  the  height  above  road 
:ause  nuisance  especially  in  the  summer 


months.  Arrangements  are  in 
for  the  use  of  these  houses. 


hand  to  provide 


sewer  in  the  roadway 


There  are  approximately  40  other  houses  using  septic 


disposal  methods  mostly  at  the 


boundaries  of 


the 


district 


are,  for  the  most  part,  isolated  from  the  main  urban  area 
not  create  a  suisance  but  again,  due  to  the  clay  subsoil 
tendency  for  ponding  to  take  place  on  the  soakaway  areas, 
during  periods  of  heavy  rainfall. 


tank 

and  they 
.  They  do 
there  is  a 
especially 


Sewage  Disposal _ Works » 

The  whole  of  the  mains  sewage  of  the  City 
S  ewage  Disposal  Works  at  Burcott  Road. 


is  treated 


at  the 


7 


Effluents 


By  arrangement  with  the  Somerset  County  Public  Analyst,,  monthly 
samples  are  taken  by  the  Surveyors  Department  for  chemical  analysis., 
and  to  ensure  that  the  final  discharge  to  the  watercourse  complies 
with  the  recommended  limits. 

Of  the  12  samples  taken  9  were  satisfactory  whilst  p  were 
slightly  below  recommended  limits.  A  typical  average  report  on  a 
sample  of  the  sewage  effluent  was . - 


Physical  characters 
Reaction 

p  »h. 

Solids  in  suspension 
Total  Alkalinity  (as  Ca  Co^) 
Chloride  (as  CC) 

Ammonia cal  Nitrogen  (as  N) 

Organic 

Nitrate 

Oxygen  absorbed  from  Permanganate 
in  4  hours  at  27°  0. 

Biochemical  Oxygen  demand  in 
5  days  at  20°  C. 


This  is  an  effluent  of  satisfactory  quality 5  complying  with  the 
r 


less  than  one  in  eight 
Sewer  Extensions . 

Sewer  extensions  during  the  year  were  as  follows 
P  ri  va  t  e  E  s  t  a  t  e  s . 


Welsford  Avenue 

300 

yds. 

of 

6n 

sewer 

Goodymoor 

650 

yds . 

of 

6" 

sewer 

200 

yes . 

of 

411 

sewer 

Millers  Gardens 

100 

yes . 

of 

6" 

sewer 

110 

yds . 

of 

4» 

sewer 

New  Street 

70 

yds . 

of 

4" 

sewer 

Council  Estate. 

Bekynton  Avenue 

0 

urn 

1 — 1 

yds . 

of 

6” 

sewer 

RIVER  POLLUTION 

Number  of  cases  dealt 

with  during  the 

year 

• 

0  0 

0  e  » 

parts  per  million 

Fairly  clear 

Very  s  1  i  gli 1 1  y  Alkal i ne 

7-3 

18.0 

310 .  o 

28.0 

4.8 

2.7 

9.0 

5.0 

7.0 


Nil 


■ 


.  .  . 


.  ' 


X 

/ 
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REFUSE _ COLLECTION 

A  weekly  combined  refuse  and  salvage  collection  is  carried  out 
in  the  City*  Trade  refuse  is  removed  on  payment* 

Disposal  of  household  and  trade  refuse  is  by  semi  controlled 
tipping  on  the  sites  adjacent  to  the  Sewage  Disposal  Works  and  would 
be  much  improved  if  a  full  system  of  controlled  tipping  were  adopted. 
The  lack  of  covering  material  and  insufficient  labour  force  are  the 
main  reasons  which  prevent  this  at  present. 


HOUSING 


Housing  Programme . 

During  the  year  housing  schemes  at  Millers  Gardens  and  at  Broad 
Close  were  completed. 

The  bungalows  at  Millers  Gardens  have  rehoused  persons  displaced 
from  houses  demolished  under  the  Councils  Slum  Clearance  Scheme.  In 
all  there  are  l6  bungalows  at  Millers  Gardens ,  of  which  the  last  5 
were  completed  during  the  year. 

The  development  of  10  houses  at  Broad  Close.,  which  were  all 
completed  in  the  year,  are  intended  for  letting  at  economic  rentals. 

Also  completed  in  the  year  was  the  block  of  6  flats  in  Chamberlain 
Street,  which  are  occupied  by  persons  rehoused  under  the  Slum 
Clearance  Schemes. 


Houses  Erected. . 


Houses  erected 

Houses  in 

course 

during  19 60 

of  construction 

Slum 

Other 

Slum 

Other 

Clearance 

Purposes 

Clearance 

Purposes 

Local  Authority 

11 

10 

nil 

nil 

Private  Enterprise 

— m 

69 

— 

_o7 

Total 

11 

79 

nil 

57 

Houses  erected  in  prevj. 

ous  years  were  as  follows:- 

Local  Autho 

rity  Priv: 

ate  Enterprise 

Total 

1955 

nil 

31 

31 

1956 

18 

28 

46 

1957 

29 

38 

6l 

1958 

7 

59 

66 

1999 

11 

57 

68 

Total  number  of  post  war  houses  completed: - 


By  Local  Authority  1 21 

By  Private  Enterprise  529 

650 


Total 
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Housing  Applications . 


The  total  number  of  applications  for  tenancy  of  a  Council 
house  at  the  end.  of  the  year  was  251 . 

Overcrowding: . 

4  cases  of  overcrowding  were  reported  in  i960 .  In  all  cases 
action  was  taken,  and  the  overcrowding  w  is  abated. 


Ij'iPRO  VEMENT  GRANTS 


The  Council  has  always  operated  the  Improvement  Grant  Scheme, 
and  there  has  been  a  steadily  increasing  number  of  applicants  for 
grant  aid  towards  the  improvement  of  houses.  This  increased  interest 
is  due  in  part  to  increased  publicity,  and  also  since  the  duty  of 
approving  grants  was  taken  from  the  Regional  Offices  of  the  Ministry 
of  Housing  &  Local  Government,  and  given  to  local  authorities,  the 
proceedure  has  become  less  cumbersome. 

The  number  of  applications  for  grants  from  owner/occupiers 
heavily  outweigh  applications  from  landlords,  and  are  as  follows: - 

Improvement  Grants . 

Number  of  applications  and  houses  dealt  with  during  the  years  - 
Received  Aid  proved 

Applications  No.  of  houses  Applications  No.  of  houses 

8  9 


8  9 
Number  of  applications  approved  in  respect  of  owner/occupicrs  6 
Average  cost  per  dwelling  approved  ...  ...  ...  ...  £67 0 

Average  amount  of  grant  per  dwelling  . . .  ...  £226 

Total  amount  of  grant  payments  by  local  authority...  ...  £20^2 


The  total  number  of  applications  approved  since  commencement  of  grant 
scheme  in  1954  is  48. 


Standard  Grants . 

Number  of  applications  received  ...  ...  ... 

Number  of  applications  approved  ...  ...  ... 

Number  of  applications  from  owner/occupier  (approved) 
Number  of  applications  from  landlords  (approved) 

Total  amount  of  grants  approved  ...  ...  ... 

Average  cost  per  dwelling  approved  ...  ...  ... 

Types  of  amenities  provided:  - 


5 

5 


5 


nil 

£580 

£116 


Baths 

V a shhandba sins 
Hot  water  supplies 
¥.Crs  (internal) 
Food  stores 


5 

4 

5 
2 

3 


■ 
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LUM  CLEARANCE  AND  UNFIT  HOUSES 


During  i960  further  inspections  were  made  for  Slum  Clearance 
purposes  of  lo  houses  at  Tucker  Street,  but  no  furtner  uc cion  was 
taken  on  this  area. 

Demolition  took  place  of  5  houses  at  a  pre-war  clearance  area 
at  New  Inn  Yard,  St.  Thomas  Street. 

Demolition  has  not  yet  taken  place  ol  the  15  houses  at  Priest 
Row  and  Chamberlain  Street  which  were  declared  a  Clearance  area  in  1.930 
but  the  purchase  of  the  properties  by  the  Council  is  now  completed. 

By  the  end  of  the  year  the  Council  were  still  behinc.  j_n  their 
programme  for  clearance  of  the  sub  standard  houses  in  tne  City. 

At  Broad  Close  Housing  Site  26  houses  are  to  be  erected,  some 
of  which  are  intended  to  rehouse  persons  from  these  substandard 
properties,  and  as  the  Council  have  no  fur  tier  schemes  j.  or  oluu 
clearance  before  them,  it  may  arise  that  these  houses  wixl  oeom.ic 
available  before  the  formal  slum  clearance  proceedure  can  be  completed. 


H  ou  sos  Dene 1 i sh e d „ 

(a)  Houses  demolished  in  Clearance  Areas  • • •  • • • 

(b)  Houses  demolished  not  in  Clearance  Areas  and  as  a 

result  of  procedure  under  Section  17 (19  of  the 
Housing  Act  1957  • • •  •  » «  • • •  • • 0  0  °  °  000 

Unfit  Houses  Closed . 

(a)  Under  Sections  16,  17  and  35  of  the  Housing  Act  195 7 

(b)  Parts  of  building's  closed  under  Section  18  of  the 

Housing  Act  1957  -  • • •  •  « •  • • •  • 6  -  0  *  0  “ 0  0 

(c)  By  informal  procedure  ...  ...  ...  »»°  a  0  0 

Unfit  Houses  made  fit  and  in  which  defects_were_ruJmedied. 

(a)  After  informal  action  by  Local  authority  ...  « • • 

(b)  After  formal  notice  under  Public  Health  or 

Housing  Acts  ...  ...  « •  •  « °  °  ° 0  0 

Unfit  Houses  in  Temporary  Use. 

(Housing  Act  1957)  » • •  « • •  ■ • •  - 0 •  • 0  0  000 

Purchase  of  Houses  by  Agreement. 

Houses  in  Clearance  Areas  purchased  in  the  year 


5 

5 

2 

1 

nil 

6l 

nil 

nil 

15 


■ 


. 
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HOUSING  INSPECTIONS 

1. (a)  Total  number  of  dwelling  houses  inspected  for 

housing  defects 

(Under  Public  Health  or  Housing  Acts) 

(b)  Number  of  inspections  for  the  purpose 

2.  (a)  Number  of  dwelling  houses  (included  under 

sub.  heading  1(a)  above)  which  were  inspected 
and  recorded  under  the  Housing  Consolidation 
Regs .  19 2 5-19 2 2  o.o  000  00.  o.o  . . 0 

(b)  Number  of  inspections  made  for  purpose 

(c)  Number  of  houses  in  which  no  action  was 

found  necessary  ...  ...  ...  ...  . .  . 

5.  Number  of  dwelling  houses  found  to  be  in  a 
state  so  dangerous  and  injurious  to  health 
as  to  be  unfit  for  human  habitation  ... 

4.  Number  of  dwelling  houses  (including  those 
referred  to  under  proceeding  sub  heading) 
found  not  to  be  in  all  respects  reasonably 
fit  for  human  habitation  ...  ...  ... 


Action  Under  Statutory  Powers. 


Proceedings 
the  Housing 

Proceedings 

Proceedings 
Housing  Act 


under  Sections  9>10 
Act  1957  . . . 


and  12  of 

000  000  0 


under  Public  Health  Acts 


under 

1957 


Section  18  of  the 


OOO 


oeo 


146 

172 


47 


47 


000 


42 


62 


oos  n._L  1 

nil 

nil 


FOOD  INSPECTION 


The  quantity  of  food  condemned  as 
during  the  year  amounted  to  1424  lbs. 


unfit 


for  human  consumption 


Visits  to  food  premises  resulted  in  the 
of  food  being  disposed  of  as  unfit  for  human 


following  quantities 
consumptions  ~ 


Cooked  Meats 

17  lbs 

Sausages 

6 

Chicken  cooked 

17 

Bacon 

62 

Chocolate 

28 

Vermicelli 

56 

Prawns 

28 

Sugar 

20 

Prunes 

29 

265  lbs. 


Canne d  Goods . 


Corned  Beef 
Cooked  Ham 
Pork 
Salmon 
Vegetables 
Frui  t 


345 

159 

29 

1 

8 

619 


lbs 


ll6l  lbs. 


■ 
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FOOD  PREMISES 


The  total  number  of  food  businesses  within  the  City  is  151= 
These  are  of  the  following  types 


Butchers  Shops 
Chemists  &  Druggists 
Confectionery  Shops 
Greengrocers  Shops 
Fish  Shops 
Fish  &  Chip  Shops 
Sweet  Shops 
General  Shops 
Cold  Stores 
Mobile  Shops 
Canteens 


8  Grocers  Shops 

3  Cafes 

8  Licensed  Premises 

8  Snack  Bars 

2  Bakehouses 

2  School  Kitchens  and 

20  Dining  Centres 

5  Hotels 

1  Guest  Houses 

1  Food  Manufacturing 

5  Premises 

Cheese  Stores 


16 

14 

17 
2 
4 


20 


1 


5 


A  total  of  94  visits  were  paid  to  food  premises  in  connection 
with  work  under  the  Councils  Clean  Food  Byelaws  and  the  Food  Hygiene 
Regulations  1955° 


Three  premises  have  been  complete 
requirements  of  the  Food  Hygiene  Regs, 
the  interior  of  the  premises  and  redes 


ly  reconstructed 

1955-  This  has 
igning. 


to  meet  the 
meant  gutting 


Improvements  Effected . 


Food  Premises . 

Complete  Reconstructions 
Extensions  of  inadequate  premises 
General  sanitary  conditions  improved 
Hot  &  cold  water  supplied 
Additional  W.C’s  provided 
Sinks  -provided 
Rooms  redecorated 
Rooms  replastered 
Clothes  cupboards  provided 
Improved  artificial  lighting 
Improved  ventilation 

Cafes .  Restaurants . 

Contraventions  remedied 


9 

2 


5 

4 

26 

5 
2 
8 
4 


8 


MILK  SUPPLIES 


General , 


fa)  Total  number  of  Dairy  Farms  7 
(b)  Total  number  of  Retailers  5 
fc]  Number  of  Producer/Retailers  inc.  in  (b)  1 
fiij  Number  of  licensed  pasteurisation  plants  1 
(e)  Number  of  heat- treatment  plants  not  included 

in  (d)  nil 


Under  the  Milk  (Special  Designations) 
order  1957.  All  milk  sold  in  the  borough 
tuberculin  tested. 


(Specified  Areas)  (No. 2 
is  either  pasteurised  or 


) 


. 


/ 
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Milk  Sampling . 


Designation 

Samples  Taken 

Satisfactory 

Unsati sf actory 

Tuberculin  Tested 

19 

11 

8 

Accredited 

— 

— 

Pasteurised 

20 

19 

1 

Sterilised 

— 

— 

— 

Undesignated 

— 

— 

— 

Totals 

59 

50 

9 

The  unsatisfactory  Tuberculin 
raw  milk  supply  and  from  the  same  ret 


rested 


&  Fisheries  were  informed  of  tlies 
the  farms  resulted  in  warnings  to  the 
methods  were  found  not  to  be  hygienic 
remedied  samples  were  satisfactory. 


samples  were  taken 
Her.  The  Ministry  of 


iron  a 
Agriculture 


constant  failures,  and  visits  to 


fanners  whose  milk  production 
After  the  conditions  were 


Biological  Sampling , 


Number  taken 


nil 


ICE  CREAM 


Number  of  Premises  Registered. 


a)  For  manufacture  only 

b)  For  retail  only 

c)  For  manufacture  and  retail 


nil 

19 

5 


Sampling . 


The  total  number  of 
was  2 6.  All  the  samples 
grade . 


samples  of  ice  Cream  taken  during  the  year 
taken  were  satisfactory  and  in  the  highest 


The  results  were  as 


follows  ° - 


Grade  1 
Grade  11 
Grade  111 
Grade  IV 


Hot  mix . 


Cold  mix. 


7 


Totals  19 


7 


. 


SUPERVISION 


Number  of  Licensed  Slaughterhouses  in  District 
Number  of  Licensed  Knackers  Yards  in  District 


1 

nil 


Carcases  and  Offal 


inspected  and  condemned  during  the  year°- 


Tuberculosis  only 


Va)  Whole  carcases  condemned 


(b)  Carcases  of  which  some  part 
or  organ  was  condemned 


$ 

* 

Cattle  I 

I 

: 

Calves  ! 

1 

. 

i 

Sheep  & 
Lambs 

Number  killed 

100  | 

.1 ... 

10 

219 

Number  inspected 

| 

1 _ 1 

b 

0 

10 

219 

■ 

All  diseases  except  Tuberculosis. 

i 

1 

f 

(a)  Whole  carcases  condemned 

nil  j 

nil 

nil 

(b)  Carcases  of  which  some  part 

i 

or  organ  was  condemned 

— - - - * - 

24  < 

- - - 4 — 

nil 

7 

nil 

1 


nil 

nil 


-h 


Cvsticercosis . 


Carcases  of  which  some  part  or  organ 
was  condemned 


nil 


nil 


Weight  of  Meat  Condemned, 


{"in  lbs.) 


(a)  Tuberculosis 

(b)  Other  Diseases 


nil 

nil 


nil 


235 

290 


nil 

nil 


nil 

35 


No  pigs,, 


cows  or  horses  were  killed  in  i960. 


Disposal  of  Condemned  Food „ 


Disposal  of  condemned  food  is  by  burial  at  the 
Tip  at  Burcott  Hoad,  or  by  arrangement  with  knacker 
daily  collection  service  from  Bristol. 


Refuse  Disposal 
s  who  operate  a 


t 


/ 

r 


t 


-  15  - 


RODENT  CONTROL 

Sever  Maintenance  Treatment . 

One  sewer  maintenance  test  treatment  was  undertaken  during  the 

year. 


There  are  110  manholes  on  the  sewer  system  in  the  City.  Test 
Treatment  of  1 6  manholes  was  undertaken  and  as  the  result  was 
negative,  further  treatment  was  not  necessary. 

Surface  Infestations . 

The  year  was  free  from  serious  rat  infestation,  and  this  was 
no  doubt  due  to  the  clear  condition  of  the  sewers. 

36  complaints  of  surface  infestation  were  received  and  15 
separate  treatments  were  carried  out  by  the  rodent  operative. 
Warfarin  was  used  as  the  poison  for  most  treatments  except  in  two 
instances  where  Zinc  Phosphide  and  Arsenous  Oxide  were  used. 


Details  are  given  below  in  the 
of  Agriculture  and  Fiv, aeries. 


form  required  by 


the  Ministry 


\ 

\ 

; 

Local 

Dwelling 

Others 

j  ”  : 

j 

Authority 

Houses 

including 

Business 

Agric. 

Total  i 

t 

i 

f 

Premises  \ 

A 

1 

5  '  ~ .  ‘ 

dumber  of  Properties 

O 

J 

! 

jin  Area 

i 

12 

1975 

661 

26 

2674  ; 

Number  of  Properties 

j 

| 

j 

j 

inspected  as  a 
result  of 

1 

i 

(a)  Notification 

— 

?2 

4 

36 1 

(b)  Survey 

12 

30 

15 

26 

83  i 

.  .  - .  -  \ 

Infested  Properties 

1 

i 

(a)  Rats  )  Major 

1 

- 

— 

_ 

1  ; 

)  Minor 

- 

11 

3 

14  • 

(b)  Mice  )  Major 

- 

* 

)  Minor 

2 

L 

- 

2  1 
l 

• 

Notices  served  under  the  Act 


Nil 


. 


V 


-  1 6  - 


FACTORIES 


The  number  of  factories  on  the  register  at  the  end  of  the 
year  was  51° 

The  number  of  inspections  was  54.,  and  included  at  least  one 
visit  to  each  factory.  An  abstract  of  the  results  of  these 
inspections  in  the  form  required  by  the  Ministry  of  Labour  and 
National  Service  is  set  out  below0.- 

Administration  of  the  Factories  Act  1957 


Part  I  of  the  Ac 


Inspections  for  purposes  of  provisions  as  to  health. 


t 

j  Premises 

t 

Number 

on 

Register 

(2) 

Number  of 

u) 

Inspections 

(3) 

|  Written 
i  notices 

;  (4) 

Occupiers 

prosecuted 

(5) 

(i)  Factories  in  which 

r 

i 

i 

i 

sections  1,2*5>4  &  6 
are  to  be  enforced  by 
Local  Authorities 

1 

1 

i 

i 

J 

: 

{ 

nil 

nil 

i 

!(ii)  Factories  not  in  (i) 
i  in  which  Section  7  is 

enforced  by  the 

Local  Authority 

4Q 

52 

i 

i 

i 

I  2 

nil 

(iii) Other  Premises  in  which 
Section  7  is  enforced 
by  the  Local  Authority 
(excluding  out-workers 
premises) 

...  .  -  -  -  -  . . 

1 

1 

j 

i 

i 

i 

i 

\ 

nil 

nil 

Total 

51 

54 

!  '  " 1 

i  2 

1 

* 

— 

